URBAN  DISTRICT  COUNCIL  OF  NEWPORT  PAGNELL. 


ANNUAL  REPORT 
(Sect^n.  A) 

OF  THE 

MEDICAL  OFFICER  OF  HEALTH 

FOR  THE  "YEAR 

1250_ 


10th  July  1951. 


Gentlemen, 

I  have  pleasure  in  submitting  to  you  the  Section  A  part  of  my 
Annual  Report  for  the  year  1950# 


Section  A  deals  with  Statistics  both  General  and  Vital, 

The  Birth  Rate  is  12,78,  This  is  considerably  below  that  for  the 
whole  county  which  is  15,8,  The  Death  Rate  is  10,78,  This  is 
below  the  average  for  the  whole  county  which  is  11,6.  There  were 
no  still  births. 

Of  the  48  deaths,  32  occurred  in  people  over  70,  that  is 
66.  (%  according  to  local  statistics.  The  details  are  as  folJcrvs:- 


Male 


70  to  75  years.  9 

75  to  80  years.  7 

80  to  85  years.  2 

85  to  90  years, 

over  90  years.  1 


Female . 
7 
3 
3 


Section  B  deals  with  oertain  services  .  As  most  of  these  services 
are  now  administered  by  the  County  Council  there  is  nothing  for  me  to 
report  under  this  heading. 


General  Statistics^ 


SECTION  A..  . 


Area  (  in  acres) 

Number  of  inhabited  Houses. 
Rateable  Value. 

Sum  represented  by  a  Id.  rate. 
Estimated  Population, 

(Registrar  General) 


3432 

1454 


£23,519  for  1.4*51. 

£92  -  7/- 

4,460. 


Vital.  Statistics., 


The  Birth 
The  Birth 
The  Birth 
The  Birth 


Total  Births, 

57 

Males  Legitimate. 

30 

Males  Illegitimate. 

1 

Females  Legitimate. 

26 

Females  Illegitimate . 

— 

Estimated  Population. 

4, 460 

Birth  Rate  per  1000, 

12.78 

for  the  whole  of  England  <k 

Wales  was 

15.8 

for  126  County  Boroughs  was 

17.6 

for  148  Smaller  Towns  Was 

16.7 

■  for  the  London  County  was 

17.8 

Still  Births, 

Male . 

Female . 

Legitimate , 

- 

- 

Illegitimate . 

m 4 

- 

1. 


(Cont'd  ) 


Deaths., 


Total  Deaths, 

48 

Male 

30 

Female 

18 

E  s t inate d  Populat i on . 

4,460 

Death  Rato  (per  1000) 

10.76 

Death  Rate  for  the  whole  of  England  and  Wales 

was  11.6 

Death  Rate  for  126  County  Boroughs  was 

12.3 

Death  Rate  for  148  Smaller  Towns  was 

11.6 

Death  Rate  for  the  London  County  was 

11,8 

Death  of  Infants  under  1  year. 


Death  from  Pulmonary.  Tuberculosis; 

1  Male  aged  58  -  notified, 

1  Female  aged  54  -  not  notified. 


I  an  Gentlenon, 

Your  obedient  Servant, 

CHAS.  II, F.  BAILEY. 

Medical  Officer  of  Health, 
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Council  Offices, 

Newport  Pagnell, 


To:  The  Chairman  and  Members  of  the  Newport  Pagnoll 


21st  Jime  1951. 


URBAN  DISTRICT  COUNCIL. 


Gentlemen, 


I  beg  to  submit  to  you  my  Annual  Report  for  the  year  1950. 

I  should  have  done  this  much  earlier  but  I  have  been  waiting 
for  the  statistics  from  the  Registrar  General,  These  are  not  yet 
to  hand  so  I  thought  it  advisable  to  furnish  you  with  my  Report 
excluding  Section  A  which  deals  with  statistics.  Section  A  will 
be  submitted  to  you  as  soon  as  the  statistics  are  received. 


I  am  Gentlemen, 

Your  obedient  Servant, 
CHAS.  H.F.  BAILEY. 


Medical  Officer  of  Health 


Digitized  by  the  Internet  Archive 
in  2017  with  funding  from 
Wellcome  Library 


https://archive.org/details/b2990822x 


■  ,  URBAN  DISTRICT  COUNCIL  OF  NEWPORT  PAGNELL. 

ANNUAL  REPORT 

OF  THE 

MEDICAL  OFFICER  OF  HEALTH. 

FOR  THE  YEAR 

'  am. 

(Excluding  Section  A) 

Gentlemen, 

I  have  pleasure  in  submitting  to  you  my  Annual  Report  for 
the  year  1950,  excluding  Section  A  which  deals  with  Statistics, 

This  Section  will  be  submitted  to  you  as  soon  as  the  official 
stat.i sties  are  received.  It  follows  the  same  lines  as  in  previous 
years  being  divided  into  Sections.  Each  Section  deals  with  a 
separate  aspect  of  Public  Health. 

Section  A.  deals  with  Statistics  both  general  and  vital.  This 
Section  will  be  submitted  at  a  later  date. 

Section  B.  Under  this  section  certain  public  services  are  dealt 
with,  but  as  most  of  these  services  are  administered  by  the  County 
Council  there  is  nothing  for  me  to  report  under  this  heading. 

Section  C.  deals  with  the  Sanitary  circumstances  of  the  District 

Water.  The  Supply  has  been  well  maintained  during  tho  ye&Jcy,  owing 
no  doubt,  in  part  at  least,  to  tho  wot  season.  In  the  future  an 
adequate  supply  should  be  assured  by  the  purchase  in  bulk  of  water 
from  the  Bucks  Water  Beard, 

The  quality  of  tho  water  from  both  the  Ash  Hill  Supply  and  the 
Caldecote  Supply  shows  a  high  degree  of  bacterial  purity,  I  have 
given  details  of  the  results  of  tho  bacteriological  examinations  that 
have  been  made. 

Drainage  and  Sewerage.  Work  has  commenced  on  the  new  Pumping  Station 
and  Sewage  Disposal  Works.  At  tho  ond  of  tho  year  work  had  begun 
on  tho  Pumping  Station  at  your  Depot  in  Silver  Street  and  work  on 
the  Sew ago  Disposal  Works  should  begin  in  the  Now  Year, 

Flooding  has  been  absent  during  the  year.  This  is,  in  large 
measure  duo  to  the  work  carried  out  in  the  meadow  at 

Caldecote  Street  and  Off -tie  Meadow  in  Priory  Street. 

Section  D.  deals  with  Housing,  18  new  houses  have  been  built 
during  the  year  and  16  are  in  course  of  construction.  The  number  of 
applicants  for  new  houses  is  107.  Negotiations  are  in  progress  for 
the  purchase  of  a  building  site  known  as  Little  Bury  Field  Site, 

Section  E,  deals  with  Food. 

Section  F.  deals  with  the  incidence  of  Infectious  Diseases. 


1./ 


SECTION  C. 


Water. 


There  has  been  no  shortage  of  water  during  the  year.  This,  to  a 
large  extent  was  due  to  tho  wet  summer, 

A  campaign  to  prevent  waste  of  water  was  carried  out.  This  showed 
that  there  was  considerable  waste  from  the  service  pipes,  as  many  pipes 
were  found  in  a  delapidated  condition.  Where  deterioration  of  the 
pipes  was  found  they  were  renewed. 

It  is  estimated  that' in  this  way  a  saving  of  up  to  20,000  gallons 
a  day  was  effected.  The  deterioration  was  due  to  the 
nature  of  the  sub  soil  in  which  the  pipes  are  laid.  The  whole  town 
has  not  yot  been  dealt  with  but  the  Council  may  anticipate  that  waste 
prevention  measures  must  be  maintained. 

Many  of  the  water  mains  sited  under  the •  carriage  ways  are  less  than 
throe  feet  from  the  surface  and  arc  not  adequately  protected  from  the 
increasing  traffic  loads.  As  a  consequence  of  this  the  number  of 
fractures  in  the  main  is  likely  to  increase  as  the  traffic  increases. 

This  opens  a  very  big  question  which  means  that  the  main  should 
be  at  a  deeper  level,  particularly  on  tho  main  roads, 

1 

» *  : 

Quantity. 

It  is  anticipated  that  by  the  end  of  1952  the  Council  will  have 
an  additional  supply  by  the  purchase  of  water  in  bulk  from  the  Bucks 
Water  Boa,rd.  The  scheme  provides  for  the  adequate  delivery  and  storage 
of  w  ater. 

It  is  probable  that  when  this  supply  becomes  available  the 
pumping  station  at  Ash  Hill  will  become  redundant.  Ash  Hill  water 
is  very  hard  and  unsuitable  for  laundry  ourposes  and  consumers  should 
be  more  favourably  served  from  the  new  scheme,  and  as  I  said  in  my 
Report  for  last  year  the.  nanhinery  at  Asn  Hill  is  old  and  cannot  give 
useful  service  much  longer. 

The  maintenance  of  the  various  water  supplies  is  of  the  utmost 
importance  as  any  breakdown  in  the  treatment  equipment  may  have  serious 
cone  sequences.  With  the  prevention  of  any  breakdown  in  view  it  is 
recommended  that  the  Council  should  maintain  am  adequately  trained  and 
reliable  staff  in  their  works  department , 

Quantity.  An  average  of  67,000  gallons  per  day  has  been  maintained, 
Tho  level  of  the  water  in  the  well  varied  between  8  feet  2  inches  in 
February  and  1  foot  10  inches  in  October.  The  October  reading  was 
considerably  higher  than  for  some  years  ipag.t~j.  This  was  due  to  the 
wot  summer,  • 

No  major  mechanical  alteration  was  made  to  the  equipment  during 
the  year. 

Quality*  The  following  bacteriological  examinations  have  been  made 

of  this  water. 


Presumptive  Coli  Reaction^ 

Date.  Present  on.  Absent  from,  Probablo  number. 

-  •  i 

r  r-  .  ■  J  ' 

22.2.5Q.  100  m,l.  50  m;l.  1  per  100  m,l, 

(After  floods  and  rapid  rise  in  well.) 


21.3.50.  100  m.l.  50  m.l, 

22.3.50.  100  m.l. 

Pact,  Coli-  (Type  I  ) 

22.2.50.  ,  ‘  100  m.l. 

(  Iter  floods  and  :rapid  rise  in  well.) 

21.3.50.  100  m.l. 

22.3.50.  100  m.l. 


Welsh!  Reaction. 


1  per  100  m.l. 
0  per  100  m.l. 

0  per  100  m.l. ' 

0  per  100  m.l. 
0  per  100  m.l. 


22.2.50.  100  m.l. 

(After  floods  and  rapid  rise  in  well,) 

21.3.50.  100  m.l. 

22.3.50.  100  m.l.  - 

•  .  't 

o 

ihc  Analyst©  Deports  were  as  follows?  .  - 

♦  '* 

22,‘2,'50.  "Is  of  satisfactory  bacterial  purity  and  consistent  with  a 

wholesome  water  suitable  for  drinking  and  domestic  purposes." 

t  * 

21.3.50.  "Is  of  satisfactory  bacterial  purity  consistent  with  a 

■  •  wholesome  water  suitable  for  drinking  and  domestic  purposes."  . 

22.3.50.  "Is  of  highest  standard  of  bacterial  purity." 

A  chemical  Analysis  was  made  of  this  water  on  22,3.50.  It  gave  ■ 
the  following  results  in  parts  per  million, 

*  * 

Chlorine  in  Chloride,  28,  Alkalinity  as  Calcium  Carbonate,  60. 

Hardness  Total  200,  Temporary  60,  Permanent  14.0, 
hit  rata  ILtrogen  2.2  Nitrite  Nitrogen  less  than  0.01 
rv v'.trogon  0.17  Oxygen  absorbed  0.60 
ll  ml  j  no  id  nitrogen  O.O53  Residual  Onlorine  0.32 

r  4c 

The  Analysts  report  was  a&  follows:-  A 

"Sample  is  clear  and  bright,  faintly  alkaline,  free  from  metals  apart 
from  a  ncglcgible  tra.ee  of  irbn,'  Water  is  hard  but  not  unduly  so. 

It  is  of  satisfa.ctory  organic  purity," 


y 


3. 


Oaldecoto  Supply.  Quantity.  The  average  Quantity  pumped  was  about 
61,000  gallons  per  day.  There  was  no  'actual  shortage  from  this  source, 
but  considerable  inconvenience  was  caused  by  electricity  cuts  combined 
with  inadequate  storage  capacity.  It  is  these  factors  which  account 
for  the  supply  beirg  suddenly  cut  off  on  several  occasions  during  the 
winter  months.  , 

Quality.  One  Chemical  Examination  and  two 
Bacteriological  Examinations  were  made  of  the  Raw  Water  during  the 
year.  ' 

Chemical  Exomination  made  1.5.50.  It  shows  parts  per  million. 

Chlorine  present  as  Chloride,  38.  Alkalinity  as  Calcium  Carbonate,  175. 
Total  Hardness  300.  Temporary  175,  Permanent  125. 

Nitrate  Nitrogen  5o,0  Nitrite  Nitrogen  appox,  0.01 

Ammoniac al  Nitrogen  1.6  '  Albhlmlnoid  Nitrogen  0.30 

The  Analyst  reports  as  follows,  - 

"Sample  has  slight  apalcscencecausing  appreciable  but  not  marked 
turbidity.  Water  neutral  in  reaction,  hard  in  character,  but  not  to 
an  excessive  degree.  It  is  free  from  metals  apart  from  minute  -traces  of 
iron/niartgane  se ,  It  is  of  a  low  grade  of  organic  purity  although  the 
impurity  is  not  excessive." 


Bacteriological  Examination. 

Presumptive  Coll  Reaction. 


Date . 

Present  in. 

Absent  from. 

Probable  number. 

21.3.50. 

50  m.l. 

.10  m.l. 

..>  3  per  100  m.l. 

1.5.50. 

0.1  m.l. 

0,01  m.l. • 

5000  per  100  m.l. 

Bact  Coli  (Type  I) 

21.3,50. 

50.  m.l. 

10  m.l.  of  ; 

3  per  100  m.l. 

1.5.50. 

1  m.l. 

0,1  m.l. 

250  per  100  m.l. 

t . 

Cl.  Welch!  Reaction, 

21.3.50. 

100  m.l. 

10  m.l. 

1.5.50. 

100  m.l. 

10  m.l. 

The  Analysts  Reports  were  as  follows 

21.3.50.  "Baoto rial  content  is  appreciable  but  indication  of  pollution 

by  matters  of  excremental  erigin  are' confined  to  the  presence 
of  Bact.  Coli  in  small  lumbers  and  the  Cl,  Welch!  reaction  in 
100  m.l.  As  far  as  bacterial  impurity  indicates  the  water 
should  therefore  be  readily  alienable  to  treatment  for  the 
production  of  a  public  supply."  ■ 

1.5.50,  "Water  has  a  very  high  bacterial  purity  but  .pollution  by 
matters  of  excrenental  origin  is  as  demonstrated  by  the 

prime  index  (Bact. Coli)  is  not  excessive.  Efficient  treatment 
is  however,-  required  to  render  the  water  suitable  for  public 
supply  purposes." 


4- 


Treated  Water,  11  Bacteriological  Examinations  wore  made  during  the 
year.  They  gave  the  following  re  suits  e 


Pre  sunptive 

Coli-Aorogcncs  Reaction. 

Date . 

ere  sent  in. 

absent  from. 

Probable  number,,. 

9.1.50, 

100 

m.l. 

0 

per 

100  m.l. 

6,2,50. 

,  100 

m.l. 

0 

per 

IX  m.l. 

6.3.50. 

100 

m.l. 

0 

per 

100  m.l. 

1.5.50. 

100 

m.l. 

0 

per 

100  m.l. 

6.6,50. 

100 

m.l. 

0 

per 

100  m.l. 

12.7,50. 

100 

m.l. 

0 

per 

100  m.l. 

9. a. 50, 

100 

m.l. 

0 

per 

100  m.l. 

12.9.50. 

.  100 

m.l. 

0 

per 

100  m.l. 

10.10.50. 

100 

m.l. 

■  0 

per 

100  m.l. 

6,11.50. 

100  m.l. 

50 

m.l. 

1 

per 

100  m.l. 

5,12.50, 

100 

m.l. 

0 

per 

100  m.l. 

Bact.  Coli  .(Type  l)  . 

9,1.50. 

100 

m.l. 

0 

per 

100  m.l. 

6.2.50. 

-  •*  * 

100 

m.l. 

0 

per 

100  m.l. 

60*50, 

100 

m.l. 

0 

per 

100  m.l. 

1.5.50. 

100 

m.l. 

0 

per 

100  m.l. 

6 .6.50. .. 

100 

m.l. 

0 

per 

100  m.l. 

13.7,30. 

100 

m.l. 

0 

per 

100  m.l. 

9,8.50. 

l.  .  ’ 

100 

m.l. 

0 

per 

100  m.l. 

12,9.50. 

100 

m.l. 

0 

per 

100  m.l. 

10.10.50. 

100 

m.l. 

0 

per 

IX  m.l. 

6.11,50. 

100  m.l. 

.  50 

-m.l. 

1 

per 

100  m.l. 

5,12,50. 

.  '  100 

m.l. 

0 

per 

IX  m.l. 

Cl.  Welch!  Reaction. 

9.1.50. 

100  m.l. 

6.2.50. 

100 

ml.l. 

10  m.l. 

6,3,50. 

100  m.l. 

1  •  0  0  2  ^  • 

100  m.l. 

6.6,50. 

100  m.l. 

12.7,50. 

100 

m.l. 

10  m.l. 

9,8.50. 

100 

m.l. 

10  m.l. 

12,9*50. 

100  m.l. 

10.10.50. 

100  m.l. 

6,11.50. 

100 

m.l. 

10  m.l. 

5,12,50. 

100 

m.l. 

10  m.l. 

The  Analysts  Reports  were  as  follows;- 
9,1*50.  "Very  satisfactory  sample  end  of  the  highest  standard  of 
bacterial  purity," 

6-2,50.  "Is  of  very  satisfactory  bacterial  purity  consistent  with  a 
wholesome  water  suitable  for  public  purposes." 

603o5°.  "Is  of  the  highest  standard  of  bacterial  purity  consistent  with  a 
wholesome  water  suitable  for  drinking  and  domestic  purposes." 

1-5*50.  "Of  satisfactory  bacterial  purity  consistent  with  a  wholesome 
water  suitable  for  drinking  and  domestic  purposes," 

6,6.50,  "  Is  of  the  highest  standard  of  bacterial  purity  consistent 

with  a  wholesome  water  suitable  for  drinking  and  domestic  purposes," 
1207a50.  "Of  satisfactory  bacterial  purity  consistent  with  a  wholesome 
water  suitable  for  drinking  and  domestic  purposes," 

9*6.50.  "Of  very  satisfactory  bacterial  purity  consistent  with  a. 

wholesome  wa.ter  suitable  for  drinking  and  domestic  purposes." 
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12.9.50.  "Or  very  satisfactory  bacterial  purity  consistent  with  a 
wholes.ome  water  suitable  for  drinking  and  domestic  purposes," 

10.10.50.  "Of  the  highest  standard  of  bacterial  purity  consistent  with  a 
wholesome  water  suitable  for  drinking  and  domestic  purposes." 

6.11.50.  11  Of  satisfactory  bacterial  purity  consistent  with  a  wholesome 
water  suitable  for  drinking  and  domestic  purposes." 

5.12.50.  "Of  satisfactory  bacterial  purity.  Considered  wholesome  in 
character  and  suitable  for  public  supply  purposes," 

t  -  ^ 

Drainage,  and  Sewerage,  .  . 

Flooding.  I  am  glad  to  be  able  to  report  that  no  flooding  of  highways 
or  properties  has  occurred  during  the  year,  I  consider  that  this  is 
due  to  the  work  carried  out  on  the  ..water  drainage  system  of  the  town 
during  the  summer  of  1946.  The  work  has  proved  most  efficient.  This 
work  consisted  of, 

Excavation  of  land  and  removal  of  surface  water  drainage  in  both 
river  meadows  in  Caldecote  .Street  and  Castle  Meadow  in  Priory 
Street, 

Cleaning  out  roots  and  debris  from  the  pipes,1 

Cutting  back  roots  of  willow  trees  neon  the  tra.ck  of  surface  water 
pipes. 

Relaying  pipes  to  proper  falls,  sealing  joints  and  casing  in 
concrete  where  necessary. 

ill  the  work  wo.s  carried  out  by  the  direct  labour  staff  of  the  County 
and  Urban  Councils  under  the  supervision  of  your 'Surveyor,  Fir,  Hopkin, 

Mew. Sewage  Works.  Work  was  commenced  in  October  on  the  Pumping  Station 
at  the  Council’s  Depot  in  Silver  Street,  Unfortunately  the  inclement 
wea.ther  affected  the  progress  of  the  work. 

The  construction  of  the  new  works  in  Willen  Road  should  be  begun 
ea^ly  in  the  New  Year.  It  is  .anticipated  that  the  Pumping  Station  and 
Sewerage  Works  will  be  put  into .operation  in  the  Spring  of  1952. 

Scavenging.  No  alteration  has  taken  plaice  in  the  service  during  the 
year.  The  weekly  collection  of  house  refuse  has  been  maintained. 
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SECTION  D 


Housing. 

•  •  . 18  Now  Houses  wore  constructed  during  the  year,  16  Council  Houses 

2  by  Private  Enterprise.  There  an©' -1-6  houses  in  course  of  construction; 

1  Demolition  Order  was  made.  3  Houses  in  Church  Passage  were  voluntarily 
closed  by  the  owners  in  view  of  Demolition  .Orders  being  made  when  the 
whole  terrace  is  dealt  with. 

There  are  several  other  properties  in  the  town  which  should  in  my 
opinion  receive  vour  early  attention. 

Present  Housing  Needs. 

The  latest  information  shows  that  the  number  of  Applicants  for  new 
houses  is  107. 

Taking" into  consideration  the  number  of  houses  which  at  the  present 
time  are  unfit  and  cannot  be  made  fit  at  reasonable  cost,  it  may- be  assumed, 

I  think,  that  not  less  than  120. houses  would  be  required  to  serve  the 
housing  needs  of  the  District.  •  •  : 

In  view  of  the  fact  that" the  allocation  of  houses  for  1951>  including 
private  enterprise,  is  10,  I  would  recommend  that  the  Council  approach  the 
Ministry  of  Health  with  a  view  to  a  supplementary  allocation.  •.  ..  .■ 

Little  Bury  Field- Site. 

Negotiation  for  the  acquisition  of  this  site  of  8*8  acres  was  commenced 
during  the  year. 

When  acquired  this  ante  is  planned  lo  accommodate  70  dwellings. 

SECTION  E. 


Food  Cleanliness. 

. ' !  1 

Bye-laws  under  Section  15  of  the' Food  &  Drugs  Act  1938  for  securing 
the  observance  of  Sanitary  and  Cleanly  Conditions  &  Practices  in  connection 
•with  the  Handling,  Wrapping  &  Delivery  of  Food  &  Sale  of  Food  In  the  Open 
Air,  were,  adopted  by  your  Council  during  the  year. 

Ihese  Bye-laws  will  be  very  useful  in  securing  the  cleanliness  of 
food,  and  will  strengthen  the  hands  of  your  Officers  in  dealing  with  food. 

Milk. 

The  Premises  of  two  Purveyors  of  Milk  were  inspected  during  the  year. 
Ice  Cream. 


During  the  year  the  names  of  2  manufacturers  were  withdrawn  from  the 
Register.  This  leaves  no  names  of  manufacturers  on  the  Register. 

Purveyors  in  the  majority  of  cases,  are  now  purchasing  manufactured 
and  pre-packed  ice  cream  for  sale. 

Meat. 

I  append  a  table  giving  the  carcases  Inspected  and  condemned  during 
the  year. 
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Care ases  Inspected  &  Condemned  1950 . 


p - - —  1 

1 

1 

1 

Cattle 
excluding 
Cows . 

Cows. 

<  "1 

Calves . 

Sheep 

& 

Lambs . 

- 1 

1 

Pigs . 

) 

•  .  . .  .  . 

;  .... .  I 

Number  killed  if  known 
Number  Inspected. 

- 

2 

- 

All  diseases  except  T.B. 
Whole  carcases  condemned. 

- 

- 

- 

....  1  1  ! 

Percentage  of  number  in¬ 
spected  affected  with 
disease  other  than  T.B. 

— 

- 

- 

- 

1 

T.B.  only.  Whole, 

carcases  condemned. 

- 

- 

- 

Carcases  of  which  some 
part  or  organ  condemned. 

l 

1 

- 

- 

5 

- 

Percentage  affected  with 

T.B. 

. 

1 

\ 

•mi 

_ 

- 

SECTION  F. 

Infectious  Diseases . 

There  has  been,  no  outbreak  of  serious  infectious  disease  during 
the  year.  Four  cases  of  Scarlet  Fever  occured  during  the  year.  The 
first  case  was  notified  in  July,,  and  no  other  case  occured  at  that  time. 
Two  further  cases  were  notified  in- November,  and  one  in  December.  Three 
of  the  cases  were  admitted  to  Hospital  as  isolation  at  home  was  difficult. 

Three  sporadic  ca^es  of  measles  occured,  two  in  September  and  one 
in  October. 

The  following  two  tables  show  the  number  of  cases  notified  and  the 
age  group  of  the  cases. 

TABLE  1.  Notifiable  Diseases  (other  than  Tuborcolosis)  Notified  during 
the  year  1950. 


j  Disease 

I 

Total  Cases 
Notified. 

' 

Admitted  to 
Hospital. 

Total 

Deaths. 

| 

Scarlet  Fever. 

4 

3 

Measles . 

3 

— 

— 

Bacillary  Dysentery , 

1 

1 

— 

Erysipelas . 

1 

— 

— 

Puerperal  Pyrexia. 

1 

- 

— 

Opthalmia  Neonatorum. 

/ 

8 
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This  gives  the  age  distribution  of  cases.  The  number  adni  bed  to  Hospital  and  each  disease  recuring  during  the  years 


S't 


TABLE  3.  Tuberculosis.  New  Cases  Occuring  during  1950. 


"”7 

Ago  Period. 

New 

Cases . 

r 

Deaths . 

! 

Pulmonary 

;  Non-Pulmonary 

Pulnonary 

Non-Pu 

Imonary . 

1  : 

Under  1  year. 

M 

..  _ J 

• 

F 

1  M 

F 

M 

j 

F 

M 

if 

F 

1—5  years. 

- 

\ 

\ 

\ 

5-10  years. 

L .  . . 

/ 

/ 

10-15  years. 

i 

/ 

* 

1 

1 

15  -  20  years. 

;  i 

) 

i 

/ 

z  

i 

20  -  35  years. 

i 

i 

i 

/ 

/ 

' 

1 

j 

35  -  45  years. 

1 

1 

/ 

/ 

i 

1 

j 

45  -  55  years. 

j  { 

. ..  . 

! 

i 

17^ 

/  .  .  _  . 

1 

_  .  ...J 

j  55  -  65  years. 

i  > 

i  / 

: 

i 

i  Over  65  years. 

|  :  :•* 

1 

•4 

1  • 

i 

This  concludes  ray  Report. ,  I  an  much  indebted  to  your  Surveyor  Mr.  J.  F.  Hopkin 
for  the  willing  and  valuable  help  he  has  given  ne. 

•  y 

;  I  an,  Gentlenen, 

Your  Obedient  Servant, 

i 

CHAS.  H.  F.  BAILEY  j 

Medical  Officer  of  Health. 
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June  10  th  1951. 


FACTORIES  ACTS  1937  and  1948 


ANNUAL  REPORT  OF  THE  MEDICAL  OFFICER  OF  HEALTH  IN  RESPECT  OF  THE  YEAR  1950 
FOR  THE  URBAN  DISTRICT  OF  NEWPORT  PAGNELL. 


1.  INSPECTIONS  for  purposes  of  provisions  as  to  health  (including  inspections 

no.de  by  Sanitary  Inspector, ) 


Premises. 

Number  on 
Register. 

Inspections 

.  Written 
Notices „ 

Occupiers 

Prosecuted. 

Factories  in  which  Sections 

1,2, 3,4  and  6  o.re  to  bo 
enforced  by  Local.  Authorities, 

18 

\  27 

7 

— 

Factories  not  included  in  (i) 
in  which  Soc.  7  is  enforced 
by  the  LocoJ.  Authority. 

15 

24 

- 

— 

Other  premises  in  which  Soc. 7 
is  enforced  by  the  Local 
Authority  (excluding  out¬ 
workers’  premises) 

4 

13 

4 

— 

TOTAL. 

37" 

64 

11 

2.  CASES  IN  WHICH  DEFECTS  WERE  FOUND. 


Number  of  cases  in  which  defects 
were  found. 


Particulars. 

Found. 

Remedied. 

Want  of  cleanliness. 

4 

4 

Overcrowding. 

Unreasonable  temperature. 

- 

- 

Inadequate  ventilation. 

- 

- 

Ineffective  drainage  of  floors. 

- 

— 

Sanitary  Conveniences. 

- 

*■* 

insufficient. 

- 

— 

Unsuitable  or  defective. 

5 

4 

Not  separate  for  sexes. 

Other  offences  a.ga.inst  the  Act 

— 

— 

(not  including  offences  relating 
to  Outwork) 

3 

1 

TOTAL. 

12 

9 

Cha.s,  H.F.  Bailey, 

Medical  Officer  of  Health. 
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